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after occupying such premises, the new consumer shall be liable for all
water charges that have accrued since the last reading of the meter prior
to the date said new consumer occupied such premises, provided that such
new consumer shall in no event be held liable for more than one month's
excess charges. (Filed, secretary state's office-August 4, 1937.)
4. Payments.-At the time of making application for connection or serv-
ice, the applicant must make payment to the company of the fees, de-
posits, or rates as the case may be, as hereinafter set forth for the serv-
ice applied for. (Filed, secretary state's office-August 4, 1937.)
5. Connections.-The Water Company will furnish and maintain at its
own cost, all necessary fittings, pipes, and appliances, including all meters
and meter boxes, to deliver water to the consumer's pipe line, at a point
just inside the curb line on the street, and just outside the property line
in alleys or other public places; all such fittings, pipes appliances, meters
and meter boxes shall remain the property of the Water Company, and
shall at all times be accessible to it, and under its control.
The service line from the curb box or meter to the consumer's premises
shall be laid and maintained by the applicant at his own cost. The line
shall be of ample size, of standard weight and quality, and all cut-offs,
valves, fixtures, and appliances furnished by the consumer shall be main-
tained in good order and condition. (Filed, secretary state's office-August
4, 1937.)
6. Leaks.-All leaks in the service or any other pipe, or fixture on the
premises of the consumer shall be immediately repaired. Upon failure to
repair any such leak, the service may be discontinued until repairs are
made. (Filed, secretary state's office-August 4, 1937.)
7. Inspection.-All pipes, meters and fixtures shall at all reasonable
hours be subject to inspection by the water, company, or its duly au-
thorized agents. (Filed, secretary state's office-August 4, 1937.)
8. Damages.-The Water Company shall in no event be responsible
for maintaining any service line owned by the consumer nor for damages
done by water escaping therefrom, nor for defects in lines, or fixtures, on
the property of the consumer. The consumer shall at all times comply
with all regulations of the South Carolina Railroad Commission, of the
municipality, and of the Water Company, relating to the service lines, and
shall make all changes in his line required on account of change in grade,
or otherwise.
All injury to service pipes or street mains caused by the careless or
negligent work, or improper filling of excavations, shall be chargeable to
the persons causing such injury, and the expense of repairing same shall
be recovered from such person. (Filed, secretary state's office-August 4,
1937.)
9. Consumers.-A "consumer" is defined to be a "person, firm or cor-
poration taking water through a single service pipe for a single building
or business," and a minimum or flat charge shall be paid by each con-
sumer whether there is a separate meter or service pipe for each consumer
or not. Provided, However:


